Brief comment text:

NextNav’s proposal suggests creating a 5-MHz uplink in the 902-907 MHz band paired with a 10-MHz downlink in the 918-928 MHz band. However, these changes could lead to significant interference with existing unlicensed, low-power devices that currently operate within these frequencies. For the Meshtastic community and others relying on these bands, the result could be a substantial degradation in network performance, especially in rural and underserved regions where alternatives are limited.
